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E.O. 11652: N/A 

TAGS: TECH, ENRG, IAEA, RP 

SUBJECT: FOIA REQUEST FOR IAEA DOCUMENT ON PHILIPPINE 
NUCLEAR PROJECT 

REF: STATE 309200 

1 . MISOFF HAS DISCUSSED SUBJECT DOCUMENT WITH MR. JOHN 
MCCULLEN, HEAD OF IAEA NUCLEAR SAFETY SECTION. MCCULLEN 
SHOWED MISOFF COPY OF SUBJECT REPORT, BUT WOULD NOT 
OFFICIALLY RELEASE ANY PART OF THE REPORT BECAUSE IT IS 
DESIGNATED BY THE AGENCY AS "RESTRICTED." 

2. THE REPORT SUMMARIZED RESULTS OF A SEPTEMBER 1972 
HEALTH AND SAFETY INSPECTION OF THE PHILIPPINE RESEARCH 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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REACTOR BY AGENCY PERSONNEL, AND CONTAINED NUMEROUS 
SUGGESTIONS FOR IMPROVED HEALTH AND SAFETY PRACTICES AT 
THE REACTOR FACILITY. 

3. THE REPORT WAS SENT BY AGENCY DIRECTOR GENERAL EKLUND 
TO THE PHILIPPINE SECRETARY FOR FOPEIGN AFFAIRS ON 
FEBRUARY 7, 1973. IN THE DIRECTOR GENERAL'S LETTER OF 
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TRANSMITTAL, THE REPORT WAS DESCRIPED AS "RESTRICTED," 

AND ITS PURPOSE WAS STATED AS BEING TO ASSIST APPROPRIATE 
AUTHORITIES AT THE PHILIPPINE RESEARCH REACTOR "IN ASSESS- 
ING HEALTH AND SAFETY CONDITIONS AT THIS NUCLEAR FACILITY 
WITH A VIEW TO MAKING ANY IMPROVEMENTS WHICH ARE 
NECESSARY.” 

4. MR. MCCULLFN STATED THAT THE AGENCY PERFORMED A FOLLO 
UP INSPECTION AT THE PHILIPPINE RESEARCH REACTOR IN 
NOVEMPER 1974. A REPORT, REFLECTING IMPROVEMENT IN HEALTH 
AND SAFETY PRACTICES AT THE REACTOR, WAS SENT TO THE 
PHILIPPINE SECRETARY FOR FOREIGN AFFAIRS ON JANUARY 21, 

1975. THIS LATTER REPORT IS ALSO DESIGNATED BY THE 
AGENCY AS "RESTRICTED." STONE 


LIMITED OFFICIAL USE 
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